























502-A 

GAS THYRATRON 


GRID-No.2 (SHIELD-GRID) 
VOLTAGE: 

Peak, before tube 
conduction . 

-100 max. 

-100 

max. 

vol ts 

Average*, during tube 
conduction . 

-5 max. 

-5 

max. 

vol ts 

GRID-No.1 (CONTROL-GRID) 
VOLTAGE: 

Peak, before tube 
conduction . 

-250 max. 

-250 

max. 

vol ts 

Average*, during tube 
conduction . 

-10 max. 

-10 

max. 

vol ts 

CATHODE CURRENT: 

Peak. 

1.0 max. 

1.0 

max. 

amp 

Average*. 

0.2 max. 

0.1 

max. 

amp 

Fault, for duration of 

0.1 second max. .... 

10 max. 

10 

max. 

amp 

GRID-No.2 CURRENT: 

Average" . 

+0.01 max. 

+0.01 

max. 

amp 

GRID-No.1 CURRENT: 

Average*. 

+0.01 max. 

+0.01 

max. 

amp 

PEAK HEATER-CATHODE VOLTAGE: 
Heater negative with 
respect to cathode . . . 

100 max. 

100 

max. 

vol ts 

Heater positive with 

respect to cathode . . . 

25 max. 

25 

max. 

vol ts 

AMBIENT-TEMPERATURE RANGE. . 

-55 to +90 

-55 to +90 

°C 


■ Averaged over 1 cycle. 

• Averaged over any interval of 30 seconds maximum. 


For Dimensional Outline, see GENERAL SECTION 
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OPERATIONAL RANGE 
OF CRITICAL GRID-N*I VOLTAGE 

-1-1-r i i-1-1— 

E-p = 6.3 VOLTS* 10 °fo 
.GRID N«2 CONNECTED TO CATHODE 
GRID-N2I RESISTOR COHMS) = 

0 TO 0.1 MEGOHM 

THIS RANGE INCLUDES INITIAL AND 
LIFE VARIATIONS OF INDIVIDUAL TUBES 
AND COVERS AN AMBIENT TEMPERATURE 
RANGE OF -55 TO +90°C. 
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DC GRID-N*I VOLTS 

92CM-7074T1 
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